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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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NATIONAL FOREWORD 

This Indian Standard (First Revision) which is identical with ISO 21 : 1 985 'Shipbuilding — Inland navigation 
— Cable-lifters for stud-link anchor chains' issued by the International Organizatbn for Standardization 
(ISO) was adopted by the Bureau of Indian Standards on the recommendation of the Inland Harbour 
Crafts and Fishing Vessels Sectional Committee and approval of the Transport Engineering Division 
Council. 

This Standard was originally published in 1986. This revision has been taken up to harmonize it with the 
latest version of ISO Standard. 

The text of the ISO Standard has been approved as suitable for publication as an Indian Standard 
without deviations. Certain conventions are, however, not identical to those usied in Indian Standards. 
Attention is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should 
be read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker while in Indian Standards, the current practice 
is to use a point (.) as the decimal marker. 

The technical committee responsible for the preparation of this standard has reviewed the provisions of 
the following International Standard and has decided that it is acceptable for use in conjunction with this 
standard: 

International Standard Title 

ISO 1 704 : 1 991 Shipbuilding — Stud-link anchor chains 



For BIS Certification Marking, details are given in National Annex A. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final 
value, observed or calculated expressing the result of a test jor analysis, shall be rounded off in accordance 
with IS 2 : 1960 'Rules for rounding off numerical values (revised)'. The number of significant places 
retained in the rounded off value should be the same as that of the specified value in this standard. 
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1 Scope and field of application 

This International Standard specifies types and basic dimen- 
sions of cable-lifters for stud-link anchor chains used on inland 
vessels. 



2 Reference 

ISO 1704, Shipbuilding — Stud-link anchor chains. '1 

3 Types 

Cable-lifters are identified in three types: 

A — with five snugs 
B — with six snugs 
C — with seven snugs 

4 Dimensions 

Basic dimensions of cable-lifters shall correspond to those in- 
dicated in the figure and in the table. 

5 Materials 

Cable-lifters shall be manufactured of materials meeting the re- 
quirements of classification societies. 



6 Manufacture 



6.1 Proper bedding of the cable in the cable-lifter remains the 
manufacturer's responsibility. 

6.2 Proper functioning of the windlass cable-lifter is to be 
verified during the ship's anchor trials. 



7 Designation 

The designation of cable-lifters in accordance with this Inter- 
national Standard shall contain the following elements in the 
order given : 

a) name: cable-lifter; 

b) number of this International Standard: ISO 21; 

c) type: see clause 3; 

d) chain-link nominal diameter: see the table. 

Example: 

A cable-lifter in accordance with this International Standard 
with five snugs, chain-link nominal diameter d = 16 mm shall 
be designated as follows : 

Cable-lifter ISO 21 - A16 



1) At present at the stage of draft. (Revision of ISO 1704-1973.) 
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Figure — Cable-lifters for stud-link anchor chains 
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Table — Basic dimensions of cable-lifters for stud-link anchor chains 
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Table — Basic dimensions of cable-lifters for stud-link anchor chains {concluded) 

Dimensions in millimetres 
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NATIONAL ANNEX A 

{National Foreword) 



A-1 BIS CERTIFICATION MARKING Act, 1986 and the Rules and Regulations made 

. ^ . _, . ^ , , , J -ii- ^1- thereunder. The details of conditions under 

St d d M^' k "^^^ ^^''^^ the- licence for the use of Standard Mark 

^"^ ^^ ^^ ' may be granted to manufacturers X3r producers 

A-1.1.1 The use of the Standard Mark Is governed may be obtained from the Bureau of Indian 

by the provisions of the Bureau of Indian Standards Standards. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of 
goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced In any 
form without the prior permission in writing of BIS. This does not preclude the free use, in the course 
of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director (Publication), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also 
reviewed periodically; a standard along with amendments is reaffirmed when such review indicates that 
no changes are needed; if the review indicates that changes are needed, it is taken up for revision. 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition by referring to the latest issue of 'BIS Catalogue' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc: No. TED 18 (512). 

Amendments Issued Since Publication 
Amend No. Date of Issue Text Affected 
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